o o IA O O R O N ki 


w O won NP NPN NP NP NP EP» NY NP N ki ki ki ki pi fpi pi pi ji Ee 
PO FH O © AN O ON rf O P EO CO WON O Oo” A O N KF EO 


BILL NO. S-90-07 -0S 
SPECIAL ORDINANCE WO. 40 PPE 


AN ORDINANCE certifying and approving 
the need for the services of a 
consultant to design the necessary 
modifications and replacements for 
pump station controls and telemetry 
for the City of Fort Wayne Three 
Rivers Filtration Plant. 


WHEREAS, the City of Fort Wayne through its Board of 
Public Works and Safety desires to have professional 


engineering services furnish the design and construction 


| engineering for improving existing instrumentation, 


monitoring, control and telemetry equipment in the City's 


water system pumping stations and water storage facilities, 


| and also for improving the telemetry and directly associated 





monitoring and control equipment at the Three Rivers 


Filtration Plant; 


WHEREAS, the City of Fort Wayne does not have the 


‚capability of performing this work with in-house forces; and 


WHEREAS, the Board of Public Works and Safety believes 


that there is a need to employ a consultant to perform this 


| service; and 


WHEREAS, it is anticipated that the amount to be paid 
to said consultant, on an annual basis, will be in excess of 


$15,000.00. 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 


| THE CITY OF FORT WAYNE, INDIANA: 


SECTION 1. The Common Council of the City of Fort 


| Wayne hereby certifies and approves the need for the services 


of a consultant to provide professional engineering services 


for technical proposals for the necessary design modifications 


‘and replacements for pump station controls and telemetry for 


| the City of Fort Wayne Three Rivers Filtration Plant. 
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SANDRA E. KENNEDY, 


Passed and adopted by the Common Council of the City of Fort Wayne, 
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DEPARTMENT REQUESTING ORDINANCE BOARD OF PUBLIC WORKS AND SAFETY 


SYNOPSIS OF ORDINANCE — APPROVES THE NEED FOR A CONSULTANT TO PROVIDE 
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DATED: 611.20: 


Sandra E. Kennedy 
City Clerk 


